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Message Text 

UNCLASSIFIED 

PAGE 01 IAEA V 01436 240835Z 
ACTION OES-06 

INFO OCT-01 10-13 ISO-OO ACDA-10 CIAE-00 INR-07 L-03 
NSAE-00 NSC-05 EB-08 NRC-07 DODE-OO FEA-01 /061 W 

240842 024165/17 

R 231749Z FEB 77 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 8692 
INFO USERDA HQ WASHDC 
USERDA HQ GERMANTOWN 

UNCLAS IAEA VIENNA 1436 

DEPT PASS IO/SCT 

EO 11652:N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJ: WORKING GROUP MEETING ON SAFETY GUIDE ON LICENSES FOR NUCLEAR 
POWER PLANTS (SG-G8), APR 18-29, 1977, VIENNA 

1 . MISSION HAS RECEIVED AGENCY LETTER NOTING ITS PLANS 
TO CONVENE SUBJECT WORKING GROUP MEETING TO PREPARE 
INITIAL DRAFT OF SAFETY GUIDE IN CONNECTION WITH ITS NUCLEAR 
SAFEGY PROGRAM. AGENCY REQUESTS U.S. NOMINATION 

OF EXPERT TO ATTEND SUBJECT MEETING AND ALSO THE TECHNICAL 

REVIEW COMMITTEE ON THIS SUBJECT WHICH IS SCHEDULED 

FOR OCTOBER 31-NOVEMBER 4, 1977 FOR DISCUSSING OF 

DOCUMENTS PRODUCED. AGENCY IS PREPARED TO COVER TRAVEL AND PER 

DIEM. AGENCY WILL MAKE TRAVEL ARRANGEMENTS UNLESS 

EXPERT PREFERS TO MAKE HIS OWN. 

2. AGENCY SUGGESTS THAT SERVICES OF MR. ALBERT KENNEKE, 

NRC, WOULD BE VERY VALUABLE TO WORK OF THIS WORKING 
GROUP. COPY OF LETTER POUCHED AMMONS/ 

ERDA. PLEASE ADVISE.TAPE 
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